HOTEL GARDE 

Opposite Union Station 

On U. S. Route #1 — NEW HAVEN, CONN. 

"A Real New England Tavern" 

MYRON R. GILBERT, Manager 
Rates $1.50 to $5.00 

Breakfast 25# • Luncheon 40# • Dinner 65# 
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